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NOTE: This circuit breaker should be mounted 
as close to the battery power source (junction 
block, starter relay, starter solenoid, etc.) as 
possible. AAW does NOT recommend installing 
this kit inside of the vehicle as the main power- 
feed from the battery source to the circuit 
breaker is an unfused lead, and as such, should 
not be routed to the inside of your vehicle. 
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